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January 7, 1986 


Mr. John Rupp 
Covington & Burling 
1201 Pennsylvania! Avenue 
P. O. Box 7566 
Washington, DC 20044 

©ear John, 


At our last ETS meeting, I volunteered to have one 
of our analytical chemists review the analytical methods 
that are being employed by ACVA. 

Attached you will find recoramendlatioms for both 
formaldehyde and oxides of nitrogen by Bill Crouse. Bill 
is available to provide whatever assistance is needed. 


Attachment 


Sincerely, 



Xc: 


Mr. William! W. Davis 
Dr. J. G. Esterle 
Dr. Charles Green 
Mr. Donald K. Hoel 
Dr. Marvin Kastonbaum 
Mr. William Kloepfer, Jr. 
Dr. Charles W. Mystrom 
Dr. Thomas S. Osdene 
Dr. Robert A. Pages 
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2525 East Market Street 
Greensboro, North Carolina 2740t 
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Source: https://www.industrydocuments.ucsf.edu/docs/pqg jOOOO 



